CURRENT  OBSERVATIONS.
water occupies a certain amount of space, according to
the depth and width of the river, and thus prevents the
sea water flowing back to the position it occupied on
the previous tide, and carrying with it the matter in
suspension. The permanent seaward movement of
sewage discharged into the Thames at Barking when
there is only a small quantity of upland water is at the
rate of about one mile per day, taking thirty days to
travel the thirty-one miles to the sea, while at the mouth
of the river the rate does not exceed one-third of a mile
per day.